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Somerset Premier Cup 


Semi-Final 


Yeovil Town FC y 


Attendance 


5th April 2005 


Chris Weale 

Gavin McCallum 
Stephen Reed 
Sam Croft 

Colin Miles (Capt) 
David Woozley 
Richard Cullingford 
Nicolas Mirza 
Marcus Richardson 
Marvin Brown 

Dale Williams 
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Jamie Underwood 
Andy Holmes 

Ben Wood 

Tim Pearse 


Officials 


Referee Guy Beale 


Assistant Referee Nigel Fry 


Assistant Referee Rob Gillard 


Weston-Super-Mare 


Weston-Super-Mare 


Ryan Northmore 
Lewis Hogg 
Wayne Thorne 
Andrew Robertson 
Gary Wooton 
Brad Thomas 

Jon French (Capt) 
Steven Cowe 
Matthew Rawlins 
Marc McGregor 
Mark McKeever 


Mark Pocock 
Ricky Hodge 
Mike Hayward 
David Mehew 
Adrian Mings 


www.bradfords.co.uk 


First Team & Reserve Team Sponsor 


Bradfords Building Supplies 


Youth Team Sponsors 
Jones Building Contractors 





